GENUINE CURTEICH-CHICAGO “c.T. ART-COLORTONE*' POST CARD (REG. U.S. PAT.OFF.) 


POST 


CARD 


PLACE 
ONE CENT 
STAMP 
HERE 



Main Building, Phillips University, Enid, Okla. 



3 0 - H 3 7! 










